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LETTERS TO THE EDITOR 
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[The Editor is not responsible for opinions expressed in this Department. 



Dear Editob : Would you kindly advise me through your magazine 
regarding the clinical thermometer. I have tried to find out when it was 
first used and who invented it. I have gone over my old note-books, 
encyclopedias, etc., and have asked one of our doctors, but I cannot find 
out, so I decided to go further and trouble you. 

M. L. B. 
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